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Coventry City 
General Cargo - 10,720 d.w.t. 


Captain Routledge J.D 
Chief Eng Officer Hansen F.G 





Chief Officer Lightfoot A.F 
2nd Officer Dye D.M 


3rd Officer 


Smith D.E 


2nd Eng Officer 
3rd Eng Officer 


Godfrey A.E 
Lambert P.W 


4th Eng Officer 
5th Eng Officer 
Ext 5th Eng Officer 


Ephgrave R.E.L 
Palmer W 
Rich D.J 


Radio Officer Waller R.A 
2nd Radio Officer Walsh J.D 








Purser Page D.F Electrical Officer Higson A 
Bosun Dick J.C 
Carpenter Fazakerley W 
Cook Barbour M.J 
2nd Steward Hughes R.D 
Derbyshire III 
General Cargo - 14,827 d.w.t. 
Captain Weir R 
Chief Eng Officer Collins R.H 
Chief Officer Scott H.A 2nd Eng Officer Ratcliffe R 
2nd Officer Gibson S.H 3rd Eng Officer Strasden A.P 
3rd Officer Courtney B.T.E 4th Eng Officer Dixon W 
Deck Cadet Lowes A.D 5th Eng Officer O'Donnell J.F 
Deck Cadet Taylor R.W Jnr Eng Officer Nicholson G.T 
Deck Cadet Ashcroft M.E Electrical Officer Holt G 
Deck Cadet Williams P.G 
Radio Officer Cunnison A.J 
Purser Bristow K.R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Tregidgo A.J 
Bose S.K 
Mitra S 
Singh P.N 
Nabi N 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Butterworth J.J 
Chief Eng Officer Twamley D.G 





Chief Officer Anderson K 2nd Eng Officer Green F.R 
2nd Officer Roberts W.E 3rd Eng Officer Hartharn P.J 
Uncert Officer McMahon M.T.P 4th Eng Officer Ratcliffe A.T 

3rd Officer SetA 5th Eng Officer Hanks W.R 
Deck Cadet Townend R.1 Electrical Officer Chedotal F.J 


Deck Cadet Slater J.A 
Radio Officer Melia A 
Purser Rose J 
Bosun HiL.T 
Cook Shing Y.F 
Leading Steward Lan Y 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Jones E.H 
Chief Eng Officer Robertson A 





Chief Officer Gavin J.S 2nd Eng Officer Stronge R 
2nd Officer Green M.D 3rd Eng Officer Stevenson W.A 
3rd Officer Kunze A.R 4th Eng Officer Jones T.J 
Radio Officer Hopwood W.S Ext 4th Eng Officer Douglas P.F 
Purser Capes J.T Jnr Eng Officer Gahan B 


Engineer Cadet Edwards A.N 
Engineer Cadet Thomson R.J 
Engineer Cadet Barton F 
Electrical Officer Jones R.D 
Carpenter Millar A.J 
Serang (Deck) Rashid A 
Serang (Engine) Das P.C 
Cook Ghosh A.K 
Storekeeper Mohd N 





Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Worthington T.C 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 





Long G.| 
Mathieson D.R 
Harris J 
Beattie P.J 
Cooney D.S 
Oen N.M 
Tuson R 


Hearne J.H 
Craig C.G 
Corlett R 
Knowles E 
Burden J 
Ward C.A 


Fletcher P.W 2nd Eng Officer 
Weinman L.P 3rd Eng Officer 
Morris R.A 4th Eng Officer 
Smith D.J 5th Eng Officer 
Hooper A.M Jnr Eng Officer 
Glover G.F Engineer Cadet 
Traynor J.A Electrical Officer 
Carpenter Blakely W.A 
Serang (Deck) Huq S.S 
Serang (Engine) Roy S.N 
Cook Toyab 
Storekeeper Rouf A 
Toronto City 
General Cargo - 10,720 d.w.t. 
Captain Saunders P 
Chief Eng Officer Renney E.C 
Robins M.R 2nd Eng Officer 
Bell R.N 3rd Eng Officer 
Magner J.R.P.V 4th Eng Officer 
Corbin D 5th Eng Officer 
Kimberley D Jnr Eng Officer 
Electrical Officer 
Bosun Purbrick D.R 
Cook Porter C.R 


2nd Steward Scarffe-Cody M 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Stokes G.W 





Chief Officer Milton W.R.F 2nd Eng Officer Hay W 
2nd Officer Creamer D.J 3rd Eng Officer Blower J.W 
3rd Officer Hodgson R.B 4th Eng Officer Byrne P 
Deck Cadet Baird J.H Jnr Eng Officer Fitzsimmons R 
Deck Cadet Cooke A.J Engineer Cadet Pritchard S.L 
Radio Officer Emmett R.P Engineer Cadet O'Brien T.H 
Purser Grey R.W Engineer Cadet Robinson S.A 
Electrical Officer Hacking A.L 
Carpenter Peacock W 
Serang (Deck) Burman G.R 
Serang (Engine) Das A.N 
Cook Gomez J 
Storekeeper Manuel J 





Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Pierce E.A.A 
Chief Eng Officer Pearson W.E 





Chief Officer Garner J.E 
2nd Officer Edwards R.A.F 
3rd Officer Smith R.E 

Radio Officer Owens R.J 

Purser Maskell T 


Bosun 
Carpenter 
Cook 

2nd Steward 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 
Cossar F.H 
Glynn K 
Swan R.W 
Simpson T 





Lindsay W.P 
King H.M 
Kearney A.P 
Seymour G.F 
Prescott R.D 
Jesson W 
Hague J.R 
Sutherland K 
Davidson R.M 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Butler M.J 
Chief Eng Officer Findlay A 





Chief Officer Hughes T 2nd Eng Officer Hesketh C.S 
2nd Officer Gow P.D 3rd Eng Officer Robinson A.J 
3rd Officer Corcoran J.A Ext 3rd Eng Officer Kenyon J 

Radio Officer Stamford-Burrows C.J 4th Eng Officer Steinson T.J 

Purser Maldonado A 5th Eng Officer Eastwood H.D 


Electrical Officer Sharpe A 
Bosun Coleman E.B 
Cook Brayley R.G 
2nd Steward Robson R.W 





Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Horn M.J 
Chief Eng Officer Owen D.R 





Chief Officer Donnellan M.T 2nd Eng Officer Pinckney N 
2nd Officer Wilkinson J.K 3rd Eng Officer Needham T.A 
3rd Officer Nyunt M.T 4th Eng Officer Mather D.G 
Deck Cadet Browning A.A 5th Eng Officer Haden R.D 
Deck Cadet Christopherson P Jnr Eng Officer Bibby J.G 

Radio Officer Mathieson D.M Jnr Eng Officer Unsworth E 

Purser Turner J.H Electrical Officer McDonagh J 


Carpenter Donnelly C 
Serang (Deck) Rashid A 
Serang (Engine) Das S.S 
Cook AzizA 
Storekeeper Hossain M 





